Important! 


Freezer Section Loading Instructions 


When loading the freezer section, make certain that food packages are placed ap- 
proximately 5144” from the front of the cabinet to provide for the space required by 
the freezer door shelf when the freezer door is closed. Food packages extending 
beyond this point will interfere with proper closing of the door. When this hap- 


pens, excessive ice build up or breakage of the inner door panel will occur. 


5%” clearance for this shelf 
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